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1. Source of SBG-717 is Professor Dr. Edmund VILLAX, former Director 
of the Hungarian Plant Ereeding Institute and Inspector General of plant 
breeding activities in Hungary, His son, Ivan VILLAX, a chemical engineer 
and research analyst of antibiotic science, also supplemented this report. 


Their detailed Curriculum Vitae Is attached. 


MICROFILMED 

MAMS 1965 

POC. MICRO. MR 





cy 


uc / fs'i 


Mftz-mxz 


l* 


s> j\ // / J 




5Sfls« 





